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To  the  Chairman  and  Members 
of  the 

Melford  Rural  District  Council. 

Mr.  Chairman ?  Ladies  and  Gentlemen, 

\ 

I  beg  to  present  the  Annual  Report  on  the  Public  Health  and 
Sanitary  Conditions  of  the  Melford  Rural  District  for  the  year  1959* 

According  to  the  estimate  of  the  Registrar  General  the 
population  of  the  District  has  increased  by  a  further  60,  and  the 
vital  statistics  show  that  both  Birth  and  Death  Rates  are  somewhat 
lower  than  the  National  figures. 

Again  various  forms  of  heart  disease  were  the  cause  of  more 
deaths  than  any  other  disease.  Pneumonia  was  the  only  notifiable 
disease  to  be  a  cause  of  death  and  Leukaemia  was  responsible  for  another. 
The  total  number  of  cases  of  Tuberculosis  known  in  the  district 
remained  the  same  and  no  death  was  caused  by  this  disease, 

A  sharp  but  comparatively  mild  outbreak  of  measles  occurred 
during  the  third  quarter  of  the  year  and  again  no  death  resulted. 

I  should  like  to  express  my  gratitude  to  the  Chairman  and  to 
the  Members  of  the  Public  Health  Committee  for  their  encouragement 
and  interest  and  also  to  thank  the  Clerk  of  the  Council,  Mr.  J.A. 

Shaw,  the  Surveyor  and  Senior  Public  Health  Inspector,  Mr.  J.A.E. 

Burrows,  and  Mr.  H.J,  Harrington,  your  Water  Engineer,  for  the  help 
and  co-operation  I  have  received  from  them. 

I  have  the  honour  to  be,  Ladies  and  Gentlemen, 

Your  obedient  Servant, 

G.P.  BARCLAY, 

Medical  Officer  of  Health# 
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SECTION  A. 


GENERAL  STATISTICS 

(Figures  in  brackets  relate  to  the_previous  year) 


Area  of  the  District, 


^47, 270-acres. 


Rateable  Value.  ...  ...  . . 

Sum  represented  by  a  Penny  Rate..  (£383. 
Number  of  inhabited  houses.  ...  ... 

Population  (Registrar  General fs  Estimate) 


...(£96,050.) 

5s,  8d.) 

...  (  4,548-) 

...  (12,800.) 


£104,429. 
£411.  19s. 
4, 606. 
12,860. 


VITAL  STATISTICS 


Live  Births s 


Legitimate.  ... 
Illegitimate.  ... 


Male  Female  Total 

(96)  80  (77)  81  (173)  161 

(  6)  4  (  3)  3  (  9)  7 


Totals .  (102)  84  (80)  84  (182)  168 


Birth  Rate  per  1,000  estimated  population  (crude) 

Birth  Rate  per  1,000  estimated  resident  population 

(adjusted) 

Birth  Rate  per  1,000  population  (England  &  Wales) 
Illegitimate  Birth  Rate . .  . 

Still  Births: 

Male 


(14"2)  13-1 

(14*2)  13'1 

(16* l)  16*3 

(4M$)  4-1* 

Female  Total 


Legitimate.  ... 
Illegitimate.  ... 


Totals. • . 


(5)  1(1)  -  (  6)  1 

(  1)  -  (  -)  -  (  1)  .  - 


((6)  1(1)  -  (  7)  1 


Still  Birth  Rate  per  1,000  live  &  still  births  (30*6)  5*8 

Still  Birth  Rate  per  1,000  live  &  still  births 

(England  &  Wales)  (21*6)  20*7 

-  2  - 


Deaths: 


Male 


Female 


Total 


(76)  76 


(80)  82 


(156)  158 


Death  Rate  per  1,000  estimated 

population  (crude) 

(12*0) 

11*4 

Death  Rate  per  1,000  estimated  population 

(adjusted) 

(l0°6) 

10 

Death  Rate  per  1,000  population 

(England  &  Wales) 

(11*7) 

11' 6 

Deaths  from  Pregnancy,  Childbirth  and  Abortion, 

(Nil) 

Nil 

Infant  Mortality? 

Number  of  deaths  of  infants  under  one  year  of  age 

O 

0 

Male 

Female 

Total 

Legitimate . 

...  (1)  2 

(3)  - 

(4) 

2 

Illegitimate.  ...  . 

...  (-)  - 

(-)  - 

(-) 

— 

Totals . 

...  (1)  2 

(3)  - 

(4) 

2 

Deatk  Rate  of  infants  under  one 

year  of  age: 

(a)  All  infants  per  1,000  live 

births . 

..  (21)  11*9 

(b)  All  infants  England  and  Wales . 

..  (23*1)  22 

Neo-Natal  Mortality: 

Number  of  deaths  of  infants  under  four  weeks  of  age: 

Male 

Female 

Total 

Legitimate.  ...  . 

(i)  i 

(2)  - 

(3) 

1 

Illegitimate.  ...  . . 

...  (-)  - 

(-)  - 

(-) 

- 

Totals . 

...  (i)  i 

(2)  - 

(3) 

1 

Neo-Natal  Mortality  rate  per  l,i 

000  live  births 

(16-4) 

5”9 
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CAUSES  OF  DEATH 


Disease 

Measles.  . « «  ...  . « .  ••• 

Male 

(-)  - 

Female 

( -)  - 

Total 

(  -) 

Whooping  Cough,  . . 

•  •  • 

( -) 

- 

( -) 

- 

(  -) 

- 

Diphtnena. ...  ...  * « •  ••• 

•  •  l 

( -) 

- 

( -) 

- 

(  -) 

- 

Influenza.  ...  . « .  •  • »  ... 

•  90 

( -) 

4 

( -) 

3 

(  -) 

7 

Cancer  (All  types) . 

9  6  0 

(n)  16 

(16)  13 

( 27) 

29 

Vascular  Lesions  of  the  nervous  system. 

(  6)  10 

(.  9)  12 

( 15) 

22 

Heart  Diseases  (All  Forms).  ... 

9  9  0 

(34) 

23 

(37) 

39 

( 71) 

62 

Leukaemia.  .0.  ...  ...  ... 

0  9  0 

(  -) 

1 

(  -) 

- 

(  -) 

1 

D i ah etes,  ...  ...  •  •  •  •  •  • 

9  6  6 

(  2) 

... 

(  -) 

1 

(  2) 

1 

Pneumonia.  . .  ... 

... 

(  3) 

4 

(  6) 

A 

1 

(  9) 

8 

Bronchitis....  . . 

O  •  t 

(  4) 

6 

(  1) 

1 

(  5) 

7 

Other  Respiratory  Diseases.  ... 

#  •  0 

(  -) 

2 

(  2) 

2 

(  2) 

4 

Ulcer  of  Stomach  or  Duodenum.... 

... 

(  1) 

2 

(  -) 

- 

(  1) 

2 

Gastritis 9  Enteritis  and  Diarrhoea 

§990 

(  3) 

— 

(  -) 

- 

(  3) 

- 

Nephritis  and  Nephrosis . 

9  0  0 

(  1) 

- 

(  1) 

- 

(  2) 

- 

Hyperplasia  of  Prostate . 

9  9  0 

(  3) 

- 

(  -) 

- 

(  3) 

- 

Congenital  Malformations . 

9  9  9 

(  -) 

1 

(  1) 

- 

(  1) 

1 

Accidents  (Not  Motor  Vehicles).. 

0  9  9 

(  2) 

1 

(  2) 

1 

(  4) 

2 

Accidents  (Motor  Vehicles) .  ... 

9  99 

(  -) 

2 

(  ~) 

- 

(  -) 

2 

Suicide ..  ...  ...  ...  ... 

9  9  9 

(  1) 

2 

(  1) 

- 

(  2) 

2 

Other  defined  and  ill-defined  diseases. 

(  5) 

2 

(  4) 

6 

(  9) 

8 

Totals.  ...  ... 

... 

(76)  76 

(80)  82 

(156) 

158 
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SECTION  B. 


1 .  Public  Health  Staff 

Medical  Offioer  of  Health.,  who  also  serves 
other  districts. 

Senior  Public  Health  Inspector,  whole  time, 
J.A.E.  Burrows,  Cert.S.I.B.,  M.S.I.A. 

Additional  Public  Health  Inspector,  whole  time, 
I. Co  Hazell,  Cert.  S.I.B.,  M.S.I.A. 


2.  Ambulance  Facilities 

The  West  Suffolk  County  Council  are  responsible 
for  the  ambulance  service. 


3.  Nursing  in  the  Home 

The  West  Suffolk  County  Council rs  Home  Kursing 
and  Midwifery  service  supply  six  District 
Nurses. 


4.  The  West  Suffolk  County  Council  provide  four  Infant 

Welfare  Centres  in  the  District  at  Long 
Melford,  Glemsford,  Nayland  and  Great 
Waldingfield. 


5#  Laboratory  Facilities 

The  Public  Health  Laboratory  Service,  directed 
by  the  Medical  Research  Council  at  Ipswich, 
has  given  the  district  very  generous  service. 

The  Public  Analyst  for  the  County  has  given 
Reports  on  the  analysis  of  the  water  in 
the  Area. 
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SECTION  C. 


PUBLIC  WATER  SUPPLIES. 


The  following  Report  is  submitted  by  Mr.  H.J.  Harrington,  the 
Council !s  Water  Engineers 

Luring  the  year  ended  31st  March,  i960,  the  Council fs  Public 
Water  Supplies  have  been  very  satisfactory,  both  in  quantity  and 
quality.  It  was  not  necessary  to  impose  any  restriction  on  the  use 
of  water  in  the  district,  although  in  the  Central  Area  (source  of 
supply,  Great  Cornard  Bore),  it  is  necessary  to  consider  the  question 
of  further  headworks  and  storage  to  deal  with  the  extra  demand  required 
by  housing  development  and  sewage  projects  in  the  area. 

A  section  of  4n  water  main  was  installed  at  Lower  Road,  Glemsford, 
for  the  purpose  of  supplying  12  houses  and  1  farm. 

At  the  end  of  March,  i960,  4j228  houses  were  receiving  a  main 
water  supply |  3>155  properties  having  a  laid-on  supply  and  1,083 

properties  being  supplied  by  means  of  Standpipes  in  gardens. 


Detailed  information  relating  to 

each  Parish 

is  set  out  belov/s- 

Parish. 

Laid-on 

Standpipe 

Total  Number 

Supplies . 

Supplies. 

of  properties 
connected. 

Acton.  ...  • . . 

•  • « 

159 

26 

185 

Assington. . .  ... 

#  #  • 

90 

35 

125 

Great  Cornard.  . . , 

•  0  • 

564 

57 

621 

Little  Cornard.... 

•  #  ♦ 

67 

22 

89 

Chilton.  ...  ... 

•  •  • 

68 

19 

87- 

Leavenheath.  . . . 

# « « 

70 

30 

100 

Newton .  ... 

•  •  • 

82 

29 

111 

Long  Melford.  ... 

. . . 

580 

247 

827 

Great  Waldingfield. 

•  tv 

98 

63 

161 

Little  Waldingfield. 

t  •  • 

63 

•15 

78 

Stoke-by-Nayland. . 

V  •  • 

I85 

38 

223 

Nay].and.  . . 

V  •  V 

237 

19 

256 

Alpheton. ...  ... 

•  .  • 

55 

17 

72 

Boxted.  ...  . . . 

•  .  . 

26 

2 

28 

Glemsford...  ... 

•  ft 

247 

277 

524 

Hartest.  . 

to* 

98 

28 

126 

Lawshall....  ... 

•  •  • 

120 

45 

165 

Shimpling. , .  ... 

•  V  • 

78 

14 

92 

Stanstead...  ... 

V  V  • 

43 

48 

91 

Somerton . . . 

0  0  • 

19 

14 

33 

Bures . . . 

ft* 

206 

38 

244 

3,155. 

1,083 

4,238 

The  daily  consumption  per  head  of  the  Population  served 
on  the  various  Schemes  was  as  follows s- 

Central  Area  Scheno  -  Source  'of  Supply , 

Great  Cornard  Bore. 

Serving  the  Parishes  of  Great  and  Little 

Cornard ?  Long  Melford,  Acton ,  Assington, 

Great  and  Little  Y/aldingfield,  Chilton, 

Newton  and  Leavenheath, -  23°88  gallons 
per  head  per  day.  (l8°40) 

Stoke-hy-llayland  Scheme  -  Source  of  Supply, 

Boro,  Scotland  Street,  Stoke-by-Nayland, 

Serving  the  Parishes  of  Stoke-by-Nayland  and 
Nay land  with  Wissington  -  23° 54  gallons 
per  head  per  day.  (l9°ll) 

Northern  Area  Water  Scheme  -  Supply  purchased 

in  hulk  from  Thingoe  Rural  District  Council. 

Serving  the  Parishes  of  Glemsford,  Stanstead, 

Boxted,  Hartest,  Somerton,  Law shall, 

Shimpling  and  Alpheton  -  22° 29  gallons 
per  head  per  day.  (l4°7) 

Bures  St »  Mary  Scheme  -  Supply  purchased  in 
hulk  from  Lexden  &  Winstree  Rural 
District  Council. 

Serving  the  Parish  of  Bures  St.  Mary  only  - 

22s 66  gallons  per  head  per  day.  (l5°53) 

Figures  in  Parentheses  refer  to  year  1958* 

The  total  amount  of  water  supplied  during  the  year  was 
151,401,000  gallons  made  up  as  follows s- 

For  Domestic  purposes:  109,950,000  gallons. 

Supplied  hy  Meters  41,451,000  gallons. 


Totals  151,401,000  gallons. 


The  above  figures  represent  a  consumption  of  32 8 13 
gallons  per  head  per  day  of  the  population  for  all  purposes. 
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SECTION  D. 


REPORT  OF  MR.  J.  A,  E.  BURROWS 
Surveyor  and  Senior  Public  Health  Inspector, 
WATER  SUPPLIES  -  Private. 


Samples  from  three  shallow  wells  were  submitted  to  bacteriological 
examination  and  found  to  be  heavily  polluted*  In  one  case  the  owner 
provided  a  piped  water  supply  and  in  the  other,  affecting  an  isolated 
group  of  houses,  the  Council  decided  to  extend  its  water  main. 

Following  an  enquiry  for  an  improvement  grant  for  an  isolated 
farm  cottage,  samples  from  the  well  were  submitted  to  both 
bacteriological  and  chemical  analysis.  From  the  information  obtained 
the  owner  was  advised  that  it  might  be  possible  to  obtain  a  satisfactory 
supply  if  the  well  was  cleansed  and  improved  structurally.  This  was 
done  with  good  results. 

A  moat  used  by  children  as  a  swimming-pool  was  sampled  and  found 
to  be  bacteriologically  safe. 

SEWERAGE  SCHEMES. 


Acton. 


This  Works,  constructed  during  World  War  II,  to  serve  a  military- 
hospital,  began  to  show  structural  weaknesses.  As  an  immediate 
measure  the  two  circular  filters  were  repaired  by  rebuilding  the  top 
dozen  courses  of  brickwork  and  fitting  an  iron  strap  around  the  filters 
to  prevent  further  bulging  of  the  walls.  Extensive  repairs  to  the 
sedimentation  tanks  will  become  necessary  in  the  near  future. 

The  load  on  this  Works  was  considerably  reduced  by  the  coming 
into  operation  of  the  Long  Melford  scheme.  The  only  sample  taken 
from  this  Works  during  the  year  showed  a  discharge  of  "good”  quality. 

An  infestation  of  rabbits  on  this  site  was  dealt  with  by  the 
Council’s  Rodent  Operator. 

Bures . 

UMMMMaM 


Despite  the  precautionary  work  carried  out  to  the  Bures  Hamlet 
Ejector  Station  in  the  previous  year  the  station  was  again  flooded 
for  two  days  at  the  beginning  of  January.  At  the  same  time  river 
water,  entering  low  lying  gullies  and  inspection  chambers,  flooded  the 
sewer  along  the  Colchester  Road.  Despite  this,  householders  did  not 
appear  to  suffer  any  inconvenience  so  far  as  sewage  disposal  was 
concerned. 


The  drainage  from  Messrs.  Drake  &  Sonsf  Slaughterhouse  was 
taken  into  the  sewer  at  the  beginning  of  April,  causing  an  immediate 
change  in  the  character  of  the  sewage  to  be  treated.  The 
operation  of  the  7/orks  was  changed  from  "single11  to  ’double" 
filtration. 

During  the  summer  it  was  disappointing  and  disturbing  to 
find  that  complaints  of  offensive  smells  were  received  from  the 
High  Street  and  Nayland  Hoad  areas  although  most  of  the  sewage 
was  now  conveyed  through  the  new  sewers.  These  smells  were 
elusive  and  no  real  progress  had  been  made  in  tracing  their 
sources  when  the  summer  ended. 

The  wastes  from  the  Bures  Dyeworks  continued  to  discharge 
to  the  river  throughout  the  year. 

Four  samples  of  effluent  were  taken  by  the  River  Board  and 
found  to  be  of  "good"  or  "very  good"  quality.  Suspended  matter 
varies  from  "less  than  10"  to  14  parts  per  million  and  B.O.D. 
(Biological  Oxygen  Demand)  from  2*1  to  4?5.  Maximum  permissible 
amounts  are  30  and  20  parts  respectively. 

Ten  private  houses  and  eight  Council  houses  were  connected 
to  the  sewer  during  the  year  bringing  the  total  number  of 
properties  connected  on  the  Suffolk  side  of  the  river  to  127 • 

Nayland  and  Stoke -by-Hay land. 

The  disposal  works  serving  these  villages  continued  to 
function  satisfactorily  although  difficulty  was  experienced 
during  winter  months  in  keeping  a  sufficient  number  of  sludge 
beds  available.  Samples  of  effluent  taken  in  May  and  November 
were  of  "very  good  "  quality,  but  a  sample  taken  in  July  was  of 
"fair"  quality  only,  the  suspended  matter  having  risen  from 
"less  than  10"  to  23  parts  per  million.  There  was  no  obvious 
reason  for  this  variation. 

The  t  emporary  arrangement  whereby  the  long  length  of 
inverted  syjdion  between  Stoke-by-Nayland  village  and  the 
disposal  works  was  flushed  by  clean  water,  was  susperseded  in 
May  by  an  automatic  flushing  tank  operating  on  the  normal  crude 
sewage  flow.  This  has  proved  very  satisfactory. 

Leaks  developed  in  the  cylinders  of  both  the  solids 
diverters  at  Scotland  Street,  Stoke-by-Nayland,  and  were  repaired 
by  the  makers.  There  was  also  some  difficulty  in  getting 
satisfactory  replacements  for  worn  out  floats  on  the  switch-gear. 
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This  station  is  the  least  reliable  of  all  the  Council* s  sewage 
installations. 

The  development  of  the  Butt  Road  Housing  Site  in  Stoke-by- 
H ay land  permitted  the  ejector  station  serving  it  to  be  put  into 
operation.  Unfortunately  the  long  delay  bet ween  the  completion  of 
the  Station  and  its  use  had  allowed  many  parts  of  the  equipment  to 
become  affected  by  dampness  and  the  previous  absence  of  electricity 
had  prevented  any  testing  being  done.  A  number  of  faults  became 
apparent  and  the  Station  was  not  fully  operational  by  the  end  of  the 
year. 


21  Council  houses  at  Stoke-by~Hayland  and  18  at  Hayland,  together 
with  four  private  houses  at  S t oke-by-Hay 1 and  and  6  at  Hay land  were 
connected  during  the  year,  bringing  the  totals  to  115  and  156 
respectively.  In  addition  the  sewage  from  the  British  Legion 
Hospital  is  received  for  treatment. 

Great  Waldingfield 

The  condition  of  this  works,  and  in  particular  of  the  filter 
distributors,  became  so  bad  that  the  discharge  of  cleansing  unit 
contents  was  discontinued,  to  avoid  further  pollution  of  the  stream. 
The  first  steps  towards  implementing  the  sewerage  proposals  for  the 
Parish  were  taken  by  the  acquisition  of  the  site,  and  in  April  the 
Council *s  proposals  were  investigated  by  an  Engineering  Inspector  of 
the  Ministry  of  Housing  and  Local  Government. 

Long  Melford. 

Sewage  commenced  to  flow  through  the  new  sewers  in  the  middle 
of  June,  bringing  to  a  close  a  long  and  unsatisfactory  period  during 
which  the  large  Council  Housing  Estate  had  to  depend  on  a  cleansing 
unit  to  keep  its  drains  clear.  The  scheme  operated  with  remarkably 
few  teething  troubles,  and  by  the  end  of  the  year  the  total  connected 
were  86  Council  houses  and  123  private  houses. 

General . 

Ho  additions  were  made  to  the  sewerage  maintenance  staff  which 
remained  at  three  men.  An  additional  labourer  will  be  employed  at 
Long  Melford  as  soon  as  the  build-up  of  work  there  justifies  it. 


SMALL  SEWAGE  DISPOSAL  SCHEMES 
FOR  COUHCIL  ESTATES , 

The  seven  small  disposal  works  serving  Council  houses  were 
serviced  at  intervals  by  the  Council1 s  cleansing  and  sewera ge 
maintenance  staffs. 
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NIGHT  SOIL  COLLECTION  SCHEME. 


There  was  no  change  in  this  Scheme 


CESSPOOL  EMPTYING  SERVICE, 


There  was  no  change  in  the  arrangements  for  this  service  which 
is  provided  on  request  and  limited  to  domestic  cesspools.  497 
emptyings  were  made  from  353  properties.  These  properties  were 
distributed  in  the  Parishes  as  follows: 


■fictorio  ...  • . « 


Alpheton. . . . 
Assington. . . 


•  •  o 


#  o  o 


Boxted. 


0*0  O  •  I 


Bures  St .  Mary. . . . 


o  o  • 


Chilton.  . . . 


Glemsford.  . . 


Great  Cornard.  ... 


Great  Waldingfield. 


Hartest.  ... 


•  •  • 


Lawshall .... 


Leavenheath, 


Little  Cornard. . . . 


Little  Galdingfield. 
Long  Melford.  ... 


Nay land.  ... 
Wiasington. . 


•  •  • 


•  •  • 


Newton 


o  •  • 


+  • 


•  O 


•  • 


•  • 


•  • 


•  o 


•  • 


•  •  •  • 


o  •  o  o  • 


•  • 


5 

5 

2 

13 

9 

11 

132 

21 

12 

11 

11 

13 

5 

50 

3 

2 

15 


Carried  forward. 


. . .  326 
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Brought  forward... 


326 


Shimpling. . 


9  9  *0*  9  9  0 


4 


Somerton . 


0  9  0  OOO  O  ©  *  0  0  9 


2 


Stanstead. , •  • 


0  *  9  900  999  090  OOO 


3 


Stoke-by-Nayland. 


O  ©  •  9  0  0  0  0  0  OOO 


...  18 


Total  . . . 


•  0  O  OOO 


*.  353 


These  emptyings  of  private  cesspools  were  carried  out  by  a 
contractor.  As  a  result  of  the  coming  into  operation  of  the  Long 
Melford  Sewerage  Scheme ,  the  Council  was  able  to  dispose  of  the 
oldest  of  its  three  cleansing  units.  The  two  remaining  vehicles 
deal  with  Council  Housing  Site  and  privies.  6 4  privy  emptyings 
were  carried  out. 

HOUSING. 


Five  houses  were  demolished  following  the  making  of  Demolition 
Orders. 

Thirteen  houses  were  made  fit  following  informal  action. 

As  for  previous  years  most  of  the  Department fs.  housing  work  was 
concerned  with  Improvement  Grants.  Applications  for  the  improvement  of 
forty-one  houses  were  approved  for  Discretionary  Grants  totalling 
£11,786, ,  and  twenty-four  Standard  Grants  were  approved,  of  which  two, 
totalling  £288 . ,  we re  paid  during  the  year.  Altogether  thirty-*seven 
Grant  Schemes  were  completed. 

Two  applications  for  a  Certificate  of  Disrepair  were  received 
and  the  prescribed  action  taken  by  the  Council.  In  both  cases  the 
repairs  we re  carried  out  by  the  landlord.  It  is  certain  that  there 
must  be  quite  a  number  of  tenants  who  would  be  entitled  to  such 
Certificates  if  they  asked  for  them  but  they  do  not  do  so  because  they 
cannot  understand  the  procedure  to  be  followed, 

285  proposals  were  submitted  for  consideration  under  the  Town  and  ' 
Country  Planning  Act,  1947?  and/or  the  Council1 s  Building  Byelaws,  an 
increase  of  69  over  the  previous  year. 

64  private  houses  or  bungalows  were  completed  during  the  year 
and  50  were  under  construction  at  its  close. 

The  houses  completed  were  in  the  following  parishes s— 
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Great  Cornard.  . .  39 

Little  Cornard . .  6 

Glemsford.  , ...  . 4 

Leavenheath . .  ...  ...  4 

Lawshall .  » . .  •••  •••  ...  •••  3 

Great  Waldingfield . ...  2 

Chilton.  « • ,  .  •  •  •••  •••  2 

iicton. ..  •  * «  *  •  •  • « «  •••  .  • .  1 

Little  Waldingfield,  ...  1 

Long  Melford . ...  1 

ohimpling.  • . •  • . .  ...  •••  1 


Total . .  6  4 


The  figure  for  Great  Cornard  includes  33  completed  on  one 
private  housing  estate. 

Eight  Council  houses  were  completed  at  Great  Cornard  and  six 
at  Stoke-by-Nayland,  Forty-eight  houses  remained  under 
construction  on  sites  at  Bures  St.  Mary*  Long  Melford  and  Great 
Cornard. 

MEAT  INSPECTION . 

The  number  of  Slaughterhouses  and  conditions  of  slaughtering 
were  unchanged.  The  percentage  of  slaughtered  animals  inspected 
was  92*1$-  This  figure  was  below  our  usual  percentage  because  of 
my  absejuoo  through  illness  for  a  period  of  seven  weeks. 

12,037  lbs.,  of  meat  and  offals  were  condemned,  13  carcases 
were  found  to  be  affected  with  oysticercus  bovis  or  0*4$  of  the 
number  of  carcases  inspected,  a  figure  only  half  that  of  the 
previous  year. 

In  the  following  table  unsound  livers  accounted  for  the 
greater  proportion  of  the  non-tubercular  organs  condemned 

in  both  cattle  and  pigs.  So  far  as  tuberculosis  is  concerned  it 
is  interesting  to  note  that  while  the  figure  for  bovines  is  now 
very  low,  that  for  pigs  show  a  considerable  increase.  The  glands 
most  often  found  infected  in  pigs  are  the  submaxillaries. 
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C  at tie 

Calves 

Sheep 

and 

Lambs 

Pigs 

Number  Kill ed.  . ..  . . ,  . .. 

3,085 

51 

1,803 

5,636 

Number  Inspected .  ... 

2,946 

51 

1,464 

5,28? 

All  diseases  except  Tuberculosis 

Whole  carcases  condemned. .  ... 

5 

1 

2 

20 

Carcases  of  which  some  part  ©r 

organ  was  condemned, .  ... 

297 

4 

162 

Percentage  of  the  number  inspected 

affected  with  disease  other 

• 

than  Tuberculosis . 

10:2 

1:9 

0:4 

3*4 

Tuberculosis  only 

Whole  carcases  condemned. .  ... 

1 

- 

- 

- 

Carcases  of  which  some  part  or 

organ  was  condemned.,  ... 

24 

— 

- 

116 

Percentage  of  the  number  inspected 

with  Tuberculosis. . ,  ... 

0:7 

2:2 

T 
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NUISANCES  AND  COMPLAINTS. 


Fifty-seven  complaints  of  various  kinds  were  received  of  which 
only  fourteen  were  concerned  with  the  Council  Refuse  and  Cleansing 
Schemes.  Twenty-one  dealt  with  alleged  nuisances,  the  majority  of 
these  “being  either  unfounded  or  outside  the  terms  of  the  Public 
Health  Act.  The  remainder  were  dealt  with  informally  with  one 
exception.  This  concerned  the  pollution  of  a  roadside  ditch  “by 
piggery  drainage  and  was  still  outstanding  at  the  end  of  the  year. 
Three  complaints  of  allegedly  contaminated  food  or  milk  were 
received,  hut  in  no  case  was  there  sufficient  evidence  to  justify 
action, 

RODENT  CONTROL. 


This  work  continues  as  for  previous  years. 

At  the  beginning  of  the  year  the  sewers  at  Acton  were  test 
baited  with  negative  results. 

No  statutory  action  was  required. 

FACTORIES  ACT,  1937. 

SECTION  34. 


Two  factories  were  surveyed  and  Certificates  of  Adequate 
Means  of  Escape  in  case  of  Fire  subsequently  issued. 
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SECTION  E. 


Prevalence  of  Infectious  Diseases  Notified  during  five  years s 
Cases  Notified* 


Diseases 

1959. 

1958. 

1957. 

195 6. 

1955 

Scarlet  Fever.  ...  ... 

26 

31 

26 

15 

.  1 

Whooping  Cough. .  ...  ... 

4 

39 

102 

30 

35 

Measles.  . . .  ...  ... 

313 

39 

85 

415 

122 

Diphtheria.,..  ...  ... 

- 

- 

- 

— 

- 

Acute  Pneumonia.  ...  ... 

22 

28 

31 

28 

15 

Erysipelas....  . 

6 

1 

1 

1 

- 

Opthhalmia  -  Neonatorum. . . 

- 

- 

- 

- 

- 

Poliomyelitis.  ...  ... 

— 

1 

- 

- 

— 

Puerperal  Fever.  ...  ... 

- 

2 

1 

1 

mm* 

Infective  Hepatitis.  ... 

3 

2 

10 

6 

1 

Dysentery.  ...  ...  ... 

- 

- 

- 

14 

4 

Paratyphoid  Fever. . .  ... 

- 

— 

- 

2 

- 

Food  Poisoning.  ....  ... 

1 

- 

•4* 

4 

Meningococcol  Infection, , . 

— 

- 

- 

1 

- 

Malaria.  ...  ...  ... 

1 

— 

M 
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SECTION  ~  F. 


ANTHRAX  ORDER,  1938 

Two  cases  of  Anthrax  in  livestock  were  notified.  The 
disposal  of  the  carcases  of  these  animals,  by  incineration, 
was  supervised. 


SECTION  G. 


PRES CRIB Eh  PARTICULARS  OF  THE  AIM  INI STRATI ON  OF 
THE  FACTORIES  ACTS,  1937  &  1948 


I  -  INSPECTIONS  for  purposes  of  provisions  as  to  health 

^including  inspections  made  by  Public  Health  Inspectors). 


r  - 

Premises 

No:  on 
Register 

Inspections 

Written 

Notices 

Occupiers 

Prosecuted 

(i)  Factories  in 
which  Sections 

1, 2, 3? 4  &  6  are 
to  be  enforced 
by  Local 
Authorities. 

1 

(ii)  Factories  not 
included  in  (i) 
in  which 

Section  7  is 
enforced  by 

Local  Authority. 

62 

98 

1 

(iii)  Other  Premises 

in  which  Section 

7  is  enforced 
by  the  Local 
Authority  (ex¬ 
cluding  out¬ 
workers  ! premises) 

40 

**  .  — 

*■* 

m  » 

”■  *  **  m 

TOTAL 

63 

138 

1 

— 

1  ... 
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II  -  Cases  in  which  DEFECTS  were  found. 


Number  of  cases 

in  which  defects 

were 

found 

found 

1  remedied 

Referred 

To  H.M. 

By  H.M. 

Inspec  tor 

Inspector 

Sanitary  Conveniences t 

(a)  Insufficient, 

(b)  Unsuitable  or 

— 

— 

— 

•*** 

defective 

6 

2 

6 

(c)  Not  separate 

for  sexes 

—• 

TOTAL 

6 

2 

- 

6 

III  -  Fart  VIII  -  OUTWORKERS 

Number 

1 

SECTION  H . 

NATIONAL  ASSISTANCE  ACT,  1943 

Section  47  -  Removal  to  suitable  premises  of  persons  in 
need  of  care  and  attention. 

One  case  was  dealt  with  during  the  year  in  accordance 
with  this  Section  of  the  Act. 


Nature  of  Work 

•MMMMHMiMkiMnRngnk.tMHmMt?? 

Making  of  Boxes, 
etc.,  made  wholly 
or  partially  of 
paper. 


x-x-x-x-x-x-x 
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\ 


t 


